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21 August 1964 


Dear Ted, 

wa. u, % cia 

"To the Central Intell! * President Kennedy inscribed, 

Needless to sTy/le ^r . "**••*•«»--**» *. Kennedy 

inestimable ™lu. “ fee! , * h>8 "> r ‘« 1 document of 

meat. We have also acquired I plctLe°!rfP “ hav » •"ch a docu- 
inscribed, "To the Cent™! r*m f Pr * 8id * nt Truman 

President of the United State^^rom o^To'Low"!!^^^ s° T 

z%z;: c h * v * a pictur * of p “- td -' 

1 would now like to seek your cood nffir-.c * , . „ 

Johnson to inscribe a picture to the^an*™! r * !?• asklng Pres i d ®nt 

whatever comment he deems appropriate ThilwfnT’ AgenC)r " lth 
the Agency will have an Inscribed / ™ ‘ U then mean that 

that it has served stn« !?. in t , * fr ° m • vary Pr ' sld »n‘ 

, . . * rvca « n « its official creation in 1947. These w in 

be hung in our main corridor where th*v «hii u 

the morale of our employees I would b.^ * *”** b ° 0,t «® 

whatever you can do in this reglrd (Incid. ?n appreciatlva at 
the picture of the President on the coler of LITE ’ *“ th °“ ght 

maybe he would Inscribe that one. ) LIFE “ up ' rb ’ and 

the cr™^' T ^ ^ aba ~ -ting 

I will always^, Zy'ZZZ'ZZ TT~ 

“ ken W “ h “* Pr “ ld *“- * » a « a trZTmZrt: * 

«* » Si.™ ‘ ’C“r».S" r»rz;:;s *— 
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anybody else on the has a -'need to know' 

and would be Interested in being better acquainted with the 
- g< *^ Cy * realiee you all are very much engrossed with the 
forthcoming elections, but I do hope that sometime in the near 
future we can set up this briefing for you. 


Sincerely yours. 


Lyman B. Kirkpatrick 
Executive Director 
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Major General Chester V. CliftonJ- 
Military Aide to the President 
The White House 
Washington, D. C. 


Approved For Release 2003/05/05 : CIA-RDP80B01676R0004001 6001 4-8 




